Power 


JOHANNESBURG 


APPLICATION FOR ELECTRICITY SUPPLY City 


APPLICANT TO COMPLETE SECTION A ONLY (PLEASE PRINT) CITY POWER (PTY) LTD 


PO BOX 38766 
PLEASE COMPLETE ALL THE FIELDS, FAILURE TO DO SO WILL DELAY THE PROCEESING OF YOUR APPLICATION BOOYSENS 


2016 


A APPLICANT DETAILS Roodepoort 011 470 3637 


Address where supply is required HurstHill 011 470 3633 


. Siemert Road 011 402 5750 
Stand Number Township 


sae Reuven 011 490 7199 
Building Name 


Alexandra 011 256 8500 
Street Address 


Midrand 011 256 8500 


Type of Use Residential a | Commercial | | Industrial | | Randburg 011 793 1105 


Lenasia 011 490 7618 


Customer Account Number Customer Meter Number 


| hereby apply for the following: (Please tick the appropriate box) 


CONVENTIONAL TO SMART REPOSITIONING OF | UPGRADE / DOWNGRADE OF 
NEW SERVICE CONNECTION PREPAID METER METERS SUPPLY NEW POINT OF ENTRY 
Single Phase } Pre-paid | | Other Single Phase Single Phase 80A fs) New Meter Box On 
Existing Boundary (Existing 
80A [conventional | Amps 80A Three Phase 80A i Cable) 


Three Phase } Prepaid || Other Three Phase Large Power User Fl New Meter Box On 
Required Boundary And New 


Cable 
Confirm the meter receptacle has been installed on Erf boundry with street frontage Yes / No 


If NO describe its location 


Tarriff Required (Tick) 
jeusiness | | demand | | Off - Peak a Direct Billing hd Time Of Use 


1. The applicant hereby applies to City Power for the supply of electricity for the purposes specified overleaf and agrees to pay such at the rates determined by City Power 


2. The applicant further undertakes the liability to pay in accordance with the charged laid down for such rates in City Power electricity tariff structure s amanded yearly 

3. In the event of no electricity having being consumed or consumed for the monthly minimum fixed charges will be payable by the applicant as stated in the City Power tariff structure 

4. In the event of there being more than one applicant, applicants are hereby agree to be held jointly and individually liable 

5. In instances where supply is not needed, a notice of disconnection of services should be given in writing by the applicant or representative of the applicant to CoJ regional customer service office 
6. The supply of electricity applied for is governed by City Power bylaws as amanded from time to time 


7. Routine monthly reading of meter will be taken on predetermine dates. 
Email Address For Corrospondence: 
Postal / Residential Address: 


Fax No: 


Property Owner Details Electrical Contractor Details 
Name: Name: Registration Number 
Signature Signature 
Tel No. Tel No. 


Cell No. Cell No. 


Office use only 


Notification Number Connection Object Number 


Business Partner Number Premise Number 


